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PART II - MISCELLANEOUS NOTIFICATIONS OF INTEREST TO THE PUBLIC 


- - X - - 


NOTIFICATIONS BY HEADS OF DEPARTMENTS Etc ., 


DIRECTOR OF BOILERS , 
ANDHRA PRADESH : : AMARAVATI. 


APPOINTMENT OF Sri M .V.L. NARASIMHA RAJU AS INSPECTOR OF BOILERS. 


No.A1 / 9302 / 2019 - 3 . 


Dated : 25 .02 . 2020 . 


Ref: 1. Letter No. 561/Mines & Geology /2018 , dated : 11 /2 / 2020 of the Secretary , 

Andhra Pradesh Public Service Commission , Vijayawada . 
2 . This office letter even No., dated : 13 .02 . 2020 addressed to the Principal 

Secretary to Government, Labour Employment Training and Factories 

( Lab . II) Department. 
3 . Govt. Memo . No . 3325306 / Labour. IV/ A2 /2020 , dated : 24 .02 . 2020 of Labour 

Employment Training and Factories Department. 


* * 


* * 


* * 


ORDER : 


Under Rule 10 (a ) (i) ( 1 ) of the Andhra Pradesh State and subordinate Services Rules, 
Sri M . V . L . Narasimha Raju selected by the Andhra Pradesh Public Service Commission for 
appointment as Inspector of Boilers by direct recruitment on the results of the objective type 
computer based test conducted . 


2 . The selection was accepted by the Government vide reference 3rd cited above , and 
he is appointed temporarily as Inspector of Boilers with effect from the date of joining , in the 
present scale of pay Rs. 37100 - 1030 - 39160 - 1110 -42490 - 1190 - 46060 - 1270 - 49870 - 1360 
53950 - 1460 - 58330 - 1560 - 63010 - 1660 -67990 - 1760 - 73270 - 1880 - 78910 - 2020 - 84970 - 
2160 -91450 , subject to the following conditions. 
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3 . That he is informed that his appointment is purely temporary and is liable to be 
terminated at any time without prior notice and without assigning any reasons and that his 
services will be regularised subject to his character and antecedents being found satisfactory 
on verification . 


4 . That according to Rule 8 ( a ) of the Andhra Pradesh Boilers Service Rules issued in 
G . O .Ms.No . 25 , dated 17 .05 . 2016 of Labour Employment Training and Factories (Labour. Il). 
Department, the candidate shall, from the date of joining duty , be on probation in the 
category ( 3) " INSPECTORS OF BOILERS IN THE ANDHRA PRADESH BOILERS 
SERVICE ” for a total period of two years on duty within a continuous period of three years . 
He is informed that his probation is liable for termination before declaration of probation 
under General Service Rules with one month a notice or with one month s pay in lieu thereof. 


5 . That he shall pass within the period of probation Part- D of the Labour, Factories & 
Boilers Departmental Tests . 


6 . That according to General Rule 13 - A of the Andhra Pradesh State and Subordinate 
Services Rules , he shall pass second class language test in Telugu within the period of 
probation . 


7. That failure to pass the test as stipulated in paragraphs 5 and 6 will entail his 
probation being extended or terminated as per rules . He shall also pass such other tests as 
may be prescribed by Government from time to time. 


8 . That as per Government Memo.No. 2329/58 , dated 06 . 01 . 1959 , of the General 
Admn .(Ser. B ) Department, the candidate shall furnish a declaration to the effect that only 
one wife is living , if he is married . 


9 . That he shall give at the time of joining duty oath /declaration of allegiance to 
constitution of India in the form prescribed (enclosed ). The candidate who relinquishes their 
claim will have no right for the said appointment in future with reference to the said selection . 


10 . That the candidate who desire to relinquish the selection shall submit the 
Relinquishment of selection in the prescribed form ( enclosed) within the stipulated time. 


11. That the employees who are appointed on or after 01.09 . 2004 are covered by the 
contributory pension scheme as per ( 1 ) G . O .Ms.No .653 , Finance (Pension .I) Department, 
dated 22 .09. 2004 , (2 ) G . O .Ms.No .654, Finance (Pension .I) Department, dated 22 . 09 . 2004 
and ( 3 ) G . O .Ms.No .655 , Finance (Pension .l) Department, dated 22 .09.2004 and that the 
existing pension scheme as per revised pension Rules 1980 will not be applicable to them .” 


12 . That he is provisionally posted as Inspector of Boilers, Nellore Circle , Nellore . Orders 
of posting and relief will be issued after he joins duty by submitting , among others , the 
physical fitness certificate as required in G . O .Ms.No .555 , dated 27 .03. 1962 , of G . A .(Ser. D ) 
Department and report to the Director of Boilers , Andhra Pradesh , Amaravati. He should join 
duty within THIRTY ( 30 ) DAYS from the date of dispatch (By Registered Post) of the 
appointment orders failing which his name will be removed from the list of selected 
candidates. 

B . UMA MAHESWARA RAO , 

Director of Boilers, 
Andhra Pradesh , Amaravati. 


TO 


Sri M . V . L . Narasimha Raju , MIG - 179 / 12 , Flat No . 102 , Siva Parvathi Enclave , Sector - 12 . 
MVP Colony, Visakhapatnam - 530 017 . 
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